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TAGS: ESTC, COCOM, CZ, US 

SUBJ: US PHOTOMULTIPLIER TUBES TO CZECHOSLOVAKIA - 
IL 1549 

REF: COCOM DOC (76) 478, STATE 58725 

L. CANADIAN AND UK DELS ENTERED RESERVE ON REFCASE AS 
THEIR AUTHORITIES HAD NOT COMPLETED THEIR STUDY. 

2. FRENCH DEL, WHILE STATING NO OBJECTION, ASKED WHY 
US AGREED TO EQUIPMENT WITH AN ANODE RISE TIME OF 
ONE NANOSECOND AND REQUESTED US INDICATE IF THERE WERE 
ANY SPECIAL REASONS WHY END-USER REQUIRED THIS 
RISE TIME. 
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